Pere Marquette State Park, is located near 
the confluence of the Illinois and Mississippi 
Rivers. The Park, on Illinois Route 100, com¬ 
prises 5180 acres of remarkable scenic beauty. 
Stanley R. Gill Management 
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The Lodge, Pere Marquette State Park, Grafton, Illinois 



Near Alton and Jerseyville 






